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Available at the CIA Library are photographic copies of technical 
descriptions of the following two items of ultra shortwave equipment. 
manufactured by VEB Funkwerk Erfurt; 


le Test generator (Messgenerator) for AM and FM (13 pages) | : 
| 2 Absorption frequency meter (Absorptionsfrequenzmesser) (12 pages) a 
25X1A . a 


The index to this document indicates that there 
should be pages of text, plus an unidentified number of pages in an 
attachment. Unfortunately, the last 16 pages do not appear on the 
microfilm received EEE 25X1A : 
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